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To  repair,  it  is  only  necessary  to  turn  the 
valve  or  seat,  or  both,  upside  down. 

Practically  two  valves  in  one. 


Your  Engineer  probabh^ 
has  more  or  less  trouble 
with  his  blow-off  valves. 
Most  all  engineers  have. 
High  pressure  and  bad 
feed  water  are  hard  on 
blow-off  valves.  But,  all 
blow-off  valves  are  not 
j ust  what  they  should  be. 
Lots  of  good  hot  water, 
that  costs  money,  is  wast- 
ed by  leaky  valves. 


Cadman’o  Indestructible 
Blow-Off  Valve  is  of  the 
kind  that  has  stood  the 
test  of  hard  service  in 
Pittsburgh  for  the  past  2 5 
years,  and  has  lately  been 
improved,  by  making 
both  disc  and  seat  rever- 
sible to  facilitate  repairs. 
The  engineer  can  make 
his  own  repairs  by  simply 
turning  the  disc,  or  seat, 
or  both,  upside  down — 
without  the  aid  of  the 
machine  shop.  Our  cata- 
logue “B”  gives  further 
particulars  and  prices. 

Are  you  interested  ? 

A.  W.  Cadman  Mfg.  Co., 
Pittsburgh,  Pa.,  U.  S.  A. 

Established  1860  Incorporated  1891 


A FEW  OF  Our  Customers 

Pernna  Drug  Company Columbus^  Ohio 

Plymouth  Cord  Company. ..Plymouth,  Mass. 
Cherry  Valley  Iron  Works.... Leetonia,  Ohio 

National  Tube  Company Pittsburg,  Pa. 

Forest  Oil  Company Pittsburg,  Pa. 

American  Ship-Building  Co.. Cleveland,  Ohio 
American  Car  & Foundry  Co.  ..Detroit,  Mich. 
Consumers  Cotton  Oil  Co. .Little  Rock,  Ark. 

Heine  Safety  Boiler  Co St.  Louis,  Mo. 

Wallace  Stebbins  & Sons Baltimore,  Md. 

Meridian  Cotton  Mills Meridian,  Miss. 

Westinghouse  Air  BrakeCo.,W  ilmerding.  Pa. 
Pittsburg  Plate  Glass  Co...Elwood  City,  Ind. 

The  Stirling  Company Barberton,  Ohio 

Aultman  Taylor  Machinery  Co.,  Mansfield,  0. 

Carbondale  Machine  Co Carbondale,  Pa. 

Canton  Waterworks Canton,  Ohio 

Arnold  Print  Works North  Adams,  Mass. 

Pennsylvania  Salt  Mfg.  Co Natrona,  Pa. 

Maryland  Steel  Co Sparrow^s  Point,  Md. 

Atlantic  Refining  Co Philadelphia,  Pa. 

Republic  Iron  & Steel  Co.... Youngstown,  0. 

Standard  Ice  Company Allegheny,  Pa. 

CreenFuel  Economizer  Co.,  Matteawan,N.Y. 
Harrisburg  Light,  Heat  & Power  Co.,  Hbg,Pa. 
Babcock  & Wilcox  Co.,  New  York  City,  N.  Y. 
Cleveland  Cliffs  Iron  Co.... Gladstone,  Mich. 

Oil  Well  Supply  Co Pittsburg,  Pa. 

Sanderson  & Porter... New  York  City,  N.  Y. 

T.  R.  McMann New  York  City,  N.  Y. 

American  Bridge  Co Philadelphia,  Pa. 

Durham  Cotton  Mfg.  Co.,  East  Durham,  N.  C. 

Clifton  Mfg.  Co Clifton,  S.  C. 

Youngstown  Heating  Co..  Youngstown,  Ohio 
Standard  Underground  Cable  Co....Pgh,  Pa. 

Grendel  Mills Greenwood,  N.  C. 

J.  C.  McNeil  Boiler  Co Akron,  Ohio 

Proximity  Mfg.  Co Greensboro,  N.  C. 

American  Bridge  Co Youngstown,  Ohio 

Ames  Iron  Works Oswego,  N.  Y. 

The  Elk  Brewing  Company.. Kittanning,  Pa. 
And  many  others. 


